﻿ You have 2 of 2 known Amstrad GX4000 - Hardware Manuals sets

Amstrad 464+, 6128+, GX4000, MM12, CM14 Service Manual (1990)(E)
Amstrad GX4000 User Instructions (1990)(E)(4L)
